Section 08 


‘Table Lens /Quick-Change Mount. 


Quick-Change Mount with diaphragm scale 2 


Quick-Change Mount without diaphragm scale 3/4 


Marz 1969 


Ubersichtstabelle Objektiv/Wechselfassung Wechselfassungen 
fiir Wechselfassungen mit Blendenskala Quick-Change Mount 


Table Lens/Quick-Change Mount 
for Quick-Change Mount with diaphragm-scale 


Blatt 1 


ae Wechselfassung| Bildtafel. |Rep.-Anl.! Schmierplan 
Objektiv Objektiv-Hersteller M Seite Sachs 
Quick-Change Mlustration Lubrication 


Lens Lens Manufacturer lRep. Instr, 


Mount Plate Schedule 


Page 
Plastigon Enna-Werk, Minchen | CN—1111—-849 CN—1111—800 1-2 CN—1111—800 
4:2,8/50 

SSS eee 
Eurygon Rodenstock, Miinchen | CN—1111—805 CN—1114—800 CN—1111—800 
1:4,0/35 
Rotelar CN—1111-811 CN—1111—800 CN—1111—800 
1:4,0/85 
Rotelar CN—1111—807 CN—1111—800 CN—1111—800 
1:4,0/135 
Ysarex CN—1111-815 CN—1111—800 CN—1111—800 
1:2,8/50 














Radiogon Schneider, Kreuznach_ | CN—1111—839 CN—1141—800 CN—1111—800 
1:4,0/35 
Tele-Arton CN—1111—811 CN—1111—800 CN—1111—800 
1:4,0/85 
Xenar CN—1111—817 CN—1111—800 CN—1111—800, 


4:2,8/50 ape 


Cassarit Steinheil, Manchen | CN—1111—-823 CN—1111—-800 CN—1111—800 
1:2,8/50 
Culminar CN—1111—837 CN—1111—800 CN—1111—800 
1:2,8/50 
Culmigon CN—1111—821 CN—1111—800 CN—1111—800 
4:4,5/35 








Color Skopar Voigtlander,Braunschweig} CN—1111—809 CN—1111—800 CN—1111—800 
1:2,8/50 


Skoparet CN—1111—813 CN—1111—800 CN—1111—800 
1:3,4/35 























* Form nach COMPUR-Typenibersicht ,,Wechselfassungen”, Blatt 3. 
Form as per COMPUR Specifications for “Quick-Change Lens Mounts“, Sheet 3. 


COMPUR-WERK MUNCHEN 





Ubersichtstabelle Objektiv/Wechselfassung 
fiir Wechselfassungen ohne Blendenskala 


Table Lens/Quick-Change Mount 
for Quick-Change without diaphragm-scale 


Objektiv-Hersteller 


Lens Manufacturer 


Objektiv 


Lens 





-skala 


Weehselfassung 
Quick-Change-Mount 


mit Scharfentiefen 
with depht of field - 


- anzeiger 
indicator 
(avtom.) 


A 


Bildtafel 
Mlustration 
Plate 


Marz 1969 


Wechselfassungen 
Quick-Change Mount 


Rep.-Anl. 
Seite 
Rep. Instr. 
Page 


Blatt 2 
Page 2 


Schmierplan 
Lubrication 
Schedule 





Rodenstock, Minchen 


Eurygon 
1:2,8/30 


Eurygon 
1:4,0/35 
Heligon 
1:1,9/50 
Rotelar 
1:4,0/85 
Rotelar 
1:4,0/135 
Rotelar 


1:4,0/135 


Ysarex 
1:2,8/50 


CN—1111-872 


CN—1111-859 


CN—1111-869 


CN—1111—868 


CN—1111—853 


CN—1111—887 


CN—1111—858 


CN—1111-851 


CN—1111—851 


CN—1111-843 


CN—1111—851 


CN—1111-851 


CN—1111—833 


CN—1111—851 


CN—1111—851 


CN—1111-851 


CN—1111—863 


CN—1111-851 


CN—1111-851 


CN—1111-863 


CN-1111-851 





Schneider, Kreuznach 





Curtagon 
1:4,0/28 


Curtagon 
1:2,8/35 
Xenar 
1:2,8/45 
Xenar 
1:2,8/50 
Xenon 
1:1,9/50 
Tele-Arton 
1:4,0/85 
Tele-Arton 
1:4,0/90 
Tele-Xenar 
1:4,0/135 


Tele-Xenar 
1:4,8/200 


CN—1111-887 


CN—1111—888 


CS—1111-376 


CN—1111—889 


CN—1111—890 


CN—1111—891 


CN—1111—892 








CN—1111—856 


CN—1111—857 


CN—1111—883 


CN—1111—884 


CN-1111-852 


CN—1111—860 


CN—1111-879 








CN—1111—851 


CN—1111—851 


CS—1111-376 


CN-1111-851 


CN—1111—883 


CN—1111—851 


CN—1111-851 


CN—1111—851 


CN—1111-863 





CN—1111—851 


CN—1111-851 


CN-1111-851 


CN—1111—851 


CN—1111—863 


CN—1111-851 


CN—1111-851 


CN—1111--851 


CN—1111-863 








siehe ,,Anmerkungen” 


see ,supplements” 


* Form und Verwendungsart nach COMPUR-Typeniibersicht ,, Wechselfassungen”, Blatt 5 und Anmerkung 


Form and application as per COMPUR-Specification for ,,Quick-Change Lens Mounts”, Sheet 5 and Note @) 


Fortsetzung siehe Rickseite dieses Blattes 


Continued on the other page 





COMPUR-WERK MUNCHEN 


Wechselfassung 


Objektiv-Hersteller Objektiv evoracs Mount 


Bildtafel | ReP-APl | schmierplan 
Illustration ae Lubrication 
mit Scharfentiefen Plate Rep. Instr.) Schedule 


with depth of field - Page 

- anzeiger 

-skala + indicator 
(autom.) 


Lens Manufacturer Lens 








Enna-Werk, Ennalyt CN—1111-882 CN—1111--863 CN-1111-863 
Mnchen 1:1,9/50 
Lithagon CN—1111-865 €N-1111-851 CN—1111-851 
1:3,5/85 
Ultralit CN-1111-861 i CN—=1111-851 CN=1111-851 
1:2,8/50 





Steinheil, Minchen Culmigon CN-1111-866]} A/T. | CN—1111-851 CN-1111-851 
1:4,5/35 
Quinon CN-1111-863] cf | CN—1111-863 CN-1111-863 
1:1,9/50 





Voigtlander, Color Skopar CN—1111-854 | ASpez. | CN—1111-851 CN=1111-851 
Braunschweig 1:2,8/50 


Septon CN-1111-877} cl | CN—1111-863 CN—=1111-863 
1:2,0/50 
Skoparex CN-1111-855 ]| ASpez, | CN—1111-851 CN—1111-851 
1:3,4/35 
Super-Dynarex #4 A Spez. 
1:4,0/135 
Dynarex 4) ASpez. 
1:4,8/100 
Dynarex CN—1111-878 | C/I Spez. | CN—1111-868 
1:3,4/90 
Skopagon + C/l Spez. 
1:2,0/40 
Super-Dynarex *) C/2 Spez. 
1:4,0/200 
Super-Dynarex *) C/2 Spez. 
1:5,6/350 


Color-Lanthar | CN—1111—886 D/] Spez. | CN—1111—885 
1:2,8/50 
































* Form und Verwendungsart nach COMPUR-Typeniibersicht ,, Wechselfassungen”, Blatt 5 und Anmerkung 


Form and application as per COMPUR-Specification for ,,Quick-Change Lens Mounts”, Sheet 5 and Note 


** Ersatzteile sind Gber die Firma Voigtlander, Braunschweig, erhiltlich. 


Spare Parts are obtainable from the Voigtlander company. 





COMPUR-WERK MUNCHEN 


